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January 11, 1973 (1 p.m.) 
FOR IMMEDIATE RELEASE 


SIR GEORGE KEEPS IT CLEAN 


Sir George Williams University today officially launched a campaign to provide 


a new, clean look for its downtown Hall Building. 


A $25,000 supplementary budget has been made available to hire ten new floormen 
to improve the inside appearance of the twelve-storey structure; a publicity 
campaign tells users of the building "It's your university. Take pride in it. 


KEEP IT CLEAN." 


Clean-Up Queen Jackie Plamondon, university receptionist, officiated at the 
opening ceremony. She was accompanied by a tuxedoed Reggie Parry, supervisor 
of maintenance workers, an honour guard of new maintenance personnel, and 
placard-carrying students marching in the name of cleanliness. Principal 
John O'Brien was on hand with words of encouragement, as was C.A. Duff, 


chairman of the board of governors. 
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